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ogy with the Academy's purposes of furthering knowledge and of advising the federal government. The Council operates in accordance with general policies determined by the Academy under the authority of its congressional charter of 1863, which establishes the Academy as a private, nonprofit, self-governing membership corporation. The Council has become the principal operating agency of both the National Academy of Sciences and the National Academy of Engineering in the conduct of their services to the government, the public, and the scientific and engineering communities. It is administered jointly by both Academies and the Institute of Medicine. The National Academy of Engineering and the Institute of Medicine were established in 1964 and 1970, respectively, under the charter of the National Academy of Sciences.
This study was prepared under EPA Contract #68-02-4073 and Department of Health and Human Services, Public Health Services Grant #ASUOOQ001-06-S1. The content of this publication does not necessarily reflect the views or policies of the U.S. Environmental Protection Agency or the Department of Health and Human Services, and an official endorsement should not be inferred.
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